THE VIOLETTA VIOLET RAY OUTFIT 
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A practical general purpose kit that includes the 
Violetta Generator with the No. 1 Surface-Gen¬ 
eral Electrode, the No. 3 Comb Electrode and the 
No. 5 Throat Electrode. 

Packed in a handsome Leatherette-bound case 
with snap locks and handles, with individual com¬ 
partments for Electrodes. Size approximately 
12x9x3. 


SAFE, EASY OPERATION 

gives you complete peace of mint 


A precision, scientific electrical instrument, the Generator of the Violetta set and the 
accessories used with it are approved by leading laboratories. The Generator has been 
perfectly balanced so that it handles without effort, and the ribbed hand grip offers 
the double advantage of providing both ventilation and a firm hold for the fingers. 

An exclusive patented arrangement of the vibrator mechanism thoroughly insulates the 
adjusting knob and screw--a shock proof feature everv operator will appreciate- Special 
construction also keeps the contact points in perfect alignment, so that adjustment of 
the flow of current is smooth and completely controlled at all times. 

The glass Electrodes on the reverse side are made in our glass blowing department by 
skilled technicians using the finest materials obtainable. These Electrodes can be 
purchased individually. 

Manufacturers Of Quality Electrodes For Over 25 Years 

Arrow Glass Co. 


1643 W. Madison Street Chicago 12,11L 


VIOLET RAY ELECTRODES 
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All Electrodes can be purchased Non-Vacuum We Specialize in the repairing of Electrodes 


No. 

1 Surface Electrode . 

2 Condenser Electrode . 

3 Comb Electrode . 

5 Single Eye Electrode . 

4 External Throat Electrode 


6 Spinal Electrode ... .. 

15 Vaginal Electrode . plain 

17 Rectal Electrode ..... plain 

16 Internal Throat Electrode . plain 


Other Electrodes on price list not shown above. 


No. 

13 Ear-Nasal Electrode . plain 

14 Urethral Electrode . plain 

25 Cautery Electrode . __ 

26 Vaginal Electrode . perforated 

24 Vaginal Electrode . insulated 

22 Prostatic Electrode . insulated 

20 Internal Throat Electrode . insulated 

19 Nasal Electrode . insulated 

21 Urethral Electrode. inst lated 




































































































